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June 22, 1970 ^ W : ... : 

A ■ ; ■ : ; 

Joseph F. Cullman, 3rd - 
Chairman of the Executive Committee 

The Tobacco Institute, Inc. • • , . 

Philip Morris, JNc. a,;-"\,-. r ; . 

100 Park Avenue V v-; . M : '- ; ... •. //'. 

New York/ New York 10017 • ^ • ' 

Dear Mr. Cullman:- •.. V\ 

I appreciate the letter we got from you on the Correspondence between The Tobacco 
Institute and the American Cancer Society, and for some reason or other, I think 
you are correct. 
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Yours very truly. 




^:v>- 

Albert' Loveless,,^!. D. /j 


cc. American Cancer Society 
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